FISH 8c NEAVE 

875 THIRD AVENUE, NEW YORK, N.Y. 10022 
COPY 


May 22, 1984 


VIA POOCH MAIL 

D. Anthony Gregory, Esq. 
Philip Morris Incorporated 
P.O. Box 26583 
Richmond, Virginia 23261 


PM 1026-CIP 

thiltad States Pat. Appln. 456,868 


Dear Oom 

I have enclosed a revised draft of a statement Under 
37 G.P.R* §§ 1.56 and 1.97 for filing in the above-identified 
application. This draft supplements the text of the draft 
forwarded to you on October 27 , 1983 by citing united States 
patents 4,135,521 and 4,308,877. 

Please let me know if you have any comments or addition 
to the draft. In addition, if you have received a copy of the 
filing receipt, please let me know the Number of the Group to 
which the application has been assigned. 

With best regards. 


Vary truly yours. 


MAPjod Margaret Ann Pierri 

Enclosure jpg 

cc: A. I. Palmer, Jr., Hsq./J. S. Schardt, Esq. 

(without enclosure) 


Source: https://www.industrydocuments.ucsf.edu/docs/qlyjOOOO 
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